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SOLID STATE SWITCH 


ACCEPTED VENDORS: 
ALLIED ELECTRONICS 
7151 JACK NEWELL BLVD S. 
FORT WORTH, TX. 76118 
(866) 433-5722 


MANUFACTURER: 
CRYDOM CO. 


VENDOR PART NO.: LVD75A40H 
CONTACT CONFIGURATION: SPST 
VOLTAGE RATING: 12VDC / 24VDC 
CURRENT RATING: 40A 
OPERATING TEMPERATURE: -30°C TO 80°C 
OPERATING CURRENT DRAW: 5mA 
STANDBY CURRENT DRAW: 0.5mA 
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NOTE: 


THIS DRAWING DEFINES THE OVERALL GEOMETRY AND PERFORMANCE SPECIFICATIONS 
OF THE PART/ASSEMBLY, AND CONSTITUTES THE ACCEPTANCE CRITERIA THEREOF. 
ONLY THE ITEM(S) DESCRIBED IN THIS DOCUMENT PROCURED FROM THE VENDOR 
LISTED HEREON ARE APPROVED FOR USE. A SUBSTITUTE ITEM SHALL NOT BE USED 
WITHOUT PRIOR APPROVAL. CONFORMANCE OF HARDWARE TO THESE REQUIREMENTS 
IS ACCEPTABLE IN LIEU OF VENDOR DOCUMENTATION. FOR FURTHER CONFORMANCE 
DATA NOT SHOWN, REFER TO MANUFACTURERS PRODUCT DATA SHEET. 
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